OLD  CHRIST  CHURCH,  Dover,  Delaware 

The  church  congregation  dates  from  1703  and  the 
building  was  constructed  in  1734.  This  beautiful 
church  overlooks  the  grave  of  Caesar  Rodney  who 
signed  the  Declaration  of  Independence. 
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